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Message Text 


UNCLASSIFIED POSS DUPE 
PAGE 01 ROME 01248 281622Z 
51 

ACTION 10-10 

INFO OCT-01 AGR-10 RSC-01 AID-05 EB-07 OIC-02 COME-OO 

ISO-OO TRSE-00 ABF-01 OMB-01 /038 W 

065825 

R 281512Z JAN 75 
FM AMEMBASSY ROME 
TO SECSTATE WASHDC 9236 

UNCLAS ROME 1248 

FODAG 

E.O. 1 1652 N/A 

TAGS: AORG, ABUD, AFIN, FAO 

SUBJ: REVISIONS TO CHART OF SPECIALIZED AGENCIES-BUILDING 
COSTS 

REF: STATE A-9440, 12/27/74 

CHANGES REFLECTING THE PRESENT FAO BUILDING COSTS SITUATION 
HAVE BEEN INSERTED ON THE SUBJECT CHART AND ARE OUTLINED 
BELOW IN RESPONSE TO REFAIR: 

A) UNDER AVERAGE OFFICE SPACE PER CAPITA FOR EACH BUILDING: 


CHANGE FIGURE FROM 65 SQ. FT. (IN ERROR) TO 100 SQ. FT. 

B) UNDER RENTAL COSTS FOR BUILDING F: 


CHANGE DLR 615,385 FIGURE TO DLR 636,347 - AT EXCHANGE 
OF L650 TO ONE DOLLAR. 

C) UNDER METHOD OF LOAN REPAYMENT FOR BUILDING F: 

LEASE ON BUILDING F HAS BEEN EXTENDED UNTIL DECEMBER 31, 1976.VOLPE 
UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 28 JAN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975ROME01248 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750031-0620 
From: ROME 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 975/newtext/tl 97501 14/aaaaamfz. tel 

Line Count: 52 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION 10 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE A-9440, 75 12/27/74 
Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 01 MAY 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <01 MAY 2003 by JonesKG>; APPROVED <18 FEB 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: REVISIONS TO CHART OF SPECIALIZED AGENCIES-BUILDING COSTS 
TAGS: AORG, ABUD, AFIN, FAO 
To: STATE 
Type: TE 
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